The Commonwealth of Massachusetts 

Executive Office of Health and Human Services 
Department of Public Health 
Wiliiam A. Hinton State Laboratory Institute 
305 South Street, Jamaica Plain, MA 02130 

DEVAL L. PATRICK 
GOVERNOR 

TIMOTHY P. MURRAY 
LIEUTENANT GOVERNOR 

JUDYANN BIGBY, MD 
SECRETARY 

JOHN AUERBACH 
COMMISSIONER 

12/03/10 

Jane Prince 

Assistant District Attorney, Essex County 
Dear Ms. Prince, 



Endos^ is the information you requested in regards to Commonwealth vs. 
Included are copies of the following; 


1. Drug Analysis Laboratory Receipt. 

2. Control Cards with analytical results for sample 

3. Analysis sheets with chemist’s hand notations and test results. 


4. GC/Mass Spectral analytical data for sample #”s| 


GC/MS testing was performed by Peter Piro. All other analyses were performed by Kate 
Corbett. If you have any questions about these materials, please call me at the number 

below. 



Drug Analysis Lab 
Jamaica Plain, MA. 02130 
(617) 983-6632 


cc: PJP, CBS 


Corbett email PRR 007504 







PLEASE PRINT CLEARLY OR TYPE ALL INFORMATION 


Boston Drug Laboratory 
Td (6J7) 983-6622 
Fax (617) 983-6625 

Boston Hours 

SjOO-11:00 
2:00-4:00 


The Commonwealth of Massachusetts 

Executive Office of Health and Human Services 
Department of Public Health 
State Laboratory Institute 


DRUG RECEIPT 


Amherst Drug Laboratory 
Tel (413) 545-2601 
Fax (413) 545-2608 

Amherst Hours 

9:00-12:00 

1:00-3:00 



To be completed by Submitter 
Description of Items Submitted 


To be completed by Lab Personnel 
Gross Weight Lab Number 


I p6 comfe- 

g, p5 droT- ^ 

^ Pfc 

^ Pfe (irvKT tOvn'tg, 


Zyhst: 


Jf 

d. 

■3f0i 












Date Analyzed: j 2, 5"- / O 

City: Peabody Police Dept. 

Officer: Detective Sergeant SCOTT RICHARDS 
Def: 


Amount; 

No. Coni; 1 Cont: pb 

Date Rec'd; 03/11/2010 
Gross Wt.; 2.51 


Subst:SUB 


No. Analyzed: 
Net Weight 


# Tests: 




Prelim: 1 'A 



Findings: /T 




Date Analyzed: 

Peabody Police Dept. js-Pi -'6 

Officer: Detective Sergeant SCOTT RICHA 
Def; 


Amount: 

No, Cont; 2 Cont: pb 

Date Rec'd; 03/11/2010 
Gross Wt.; 3.02 


Prelim:! 


Subst: SUB 



Findings: / j 


No. Analyzed: j 
Net Weight;^ ^ 

/•) 


Date Analyzed: 

City: Peabody Police Dept. 

Officer: Detective Sergeant SCOTT RICHARDS 
Def; 


Amount: 

No. Cont; 2 Cont: pb 

Date Rec'd; 03/11/2010 
Gross Wt,; 3.00 


Subst; SUB 


No. Analyzed: 
Net Weight 


Weight.'!^ ^ 

ffTests:-||^^ 


Prelim; 


Findings: 






Corbett email PRR 007506 








Date Analyzed; 

City: Peabody Police Dept. 

Officer; Detective Sergeant SCOTT RICHARDS 
Def; 




Amount; Subst.SUB 

No. Coni; 3 Cont: pb 


Date Rec'd: 03/11/2010 
Gross Wt.; 3.41 




No. 


City; Peabody Police Dept. 

Officer; Detective Sergeant SCOTT RICHARDS 
Def; 

Amount: 

No, Cont; Cont: pb 

Date Rec'd: 03/11/2010 
Gross Wt.: 6,56 


Date Analyzed: 





Subst: SUB 
No. Analyzed: 


Net Weight 
# Tests 




Prelim: Findings: 




Corbett email PRR 007507 








PREUMINARY TESTS 
Spot Tests 


Cobalt 

Thiocyanate j_ ]_ 


+ 


Marquis _ 
Froehde's 


4 nd 


Mecke's 



GC/MS CONFIRMATORY TEST 





























PRELfMINARY TFSTS 
Spot Tests 


Cobalt 

Thiocyanate 

Marquis 


Froehde's 



Mecke's 



























DRUG POWDER ANALYSIS FORM 



SAMPLE AGENCY 

No. of samples tested: 1 



PHYSICAL DESCRIPTinN; 



PRELIMINARY TESTS 
Spot Tests 

Cobalt 

Thiocyanate ( ) 


Marquis 


Froehde's 


Microcfvstalllne Tests 



Corbett_email_PRR_007510 



























PRELIMtNARY TFSTS 
Spot Tests 


MIcrocrvstalline Tests 




Revised 7/2005 

Corbett_email_PRR_007511 































PRELIIVIfNARY TESTS 
Spot Tests 


Cobalt 

Thiocyanate 

Marquis 



Froehde's 


Mlcrocrvstaltlne Tests 


Gold ^ 

Chloride ' 


TLTA 


OTHER TESTS 



Corbett_email_PRR_007512 



























Area Percent / Library Search Report 




Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F: \Q1-2010\SYSTEM4\03__23_10\705981 .D 
DJR 

24 Mar 2010 5:19 

BLANK 

2 

DRUGS 

RTE 


/Si 



Ret, Time 


Area Area % Ratio % 


***N0 INTEGRATED PEAKS*** 


705981.D Thu Dec 02 15:13:24 2010 Page 1 


Corbett email PRR 007513 














Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q1-2010\SYSTEM4\03_23_10\705982.D 

DJR 

24 Mar 2010 5:33 

COCAINE STD 

82 

DRUGS 

RTE 


Abundance^ 
I 1400000; 

I 1200000 

I 1000000: 

: i 

I 800000I 

i 

600000! 

400000! 

i 200000' 


3192 


'j 

i 

ti 


TrC“705^82:D 


0- 


3.bo 




iime-> 2.00 2,50 3,00 


4.00 


4.b6 


5.00 6.S0 6.00 6.50 7.00 7.50 8.00 8, 


9.00 


^0 


Ret. Time 

Area 

Area % 

Ratio % 

3.925 

1621903 

100.00 

100.00 


705982.D 


Thu Dec 02 15:13:27 2010 


Page 1 


Corbett email PRR 007514 






Area Percent / Library Search Report 


Information from Data File: 

Filename : F:\Q1-2010\SYSTEM4\03_23__10\705982.D 

Operator : DJR 

Date Acquired : 24 Mar 2010 5:33 

Sample Name : COCAINE STD 

Submitted by : 

Vial Number : 82 

AcquisitionMeth: DRUGS 
Integrator : RTE 


Search 

Libraries: C:\DATABASE\SLI.L 

C:\DATABASE\PMW TOX2.L 

C:\DATABASE\NIST98.L 

Minimum Quality 
Minimum Quality 

: 90 
: 90 

PK# 

RT 

Library/ID 

CAS# 

Qual 

1 

3.92 

C:\DATABASE\SLI.L 

COCAINE 

000050-36-2 

99 





















Area Percent / Library Search Report 


Information from 
File Name : 
Operator r 
Date Acquired ; 
Sample Name ; 
Submitted by : 
Vial Number : 
AcquisitionMeth: 
Integrator : 


Data File: 

F;\Q1-2010\SYSTEM4\03_23_10\705985-D 
DJR 

24 Mar 2010 6:14 

BLANK 
KAC 
2 

DRUGS 

RTE 


Abundance ~ TFC; 70508511 



|Time:-> _ 2.00 Z50 _ 3^ 3^0 ’ 4.00 _ 4.50 __’5^^ 6.6o ' ' 6.50 7.00 7.ko 8.00 8.50 9.b0 ' ’ 9.50 


Ret. Time 


Area Area % Ratio % 


***NO INTEGRATED PEAKS*** 


705985.D 


Thu Dec 02 15:13:39 2010 


Page 1 


Corbett email PRR 007516 














Area Percent / Library Search Report 


Information from Data File 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q1-2010\SYSTEM4\03_23_10\705986.D 

DJR 

24 Mar 2010 6:27 


KAC 

86 

DRUGS 

RTE 


^Bunflance 
I 1500000j 


“Trc'rTO'SggBTU 

3(93 

i 

i 


10000001 j 

\ 

500000j 

I i 3.17 ! 

iime-> ° 2.¥6 _ iso' J.bo ^ iso Xoo ‘' 4.50'' 5.00 ' s.feo' ioo &50 ""Too" f.sF s.bo' ' i so 9.00 "" 9.56 ' 


Ret. Time 


Area Area % Ratio % 


3.174 491744 21.40 27.23 

3.925 1806011 78.60 100.00 


705986.D 


Thu Dec 02 15:13:43 2010 


Page 1 


Corbett email PRR 007517 







Area Percent / Library Search Report 


Information from Data File; 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F;\Q1-2010\SYSTEM4\03_23_10\705986.D 
DJR 

24 Mar 2010 6:27 



86 

DRUGS 

RTE 


Search Libraries: C:\DATABASE\SLI.L Minimum Quality: 90 

C:\DATABASE\PMW_TOX2.L Minimum Quality: 90 

C:\DATABASE\NIST98.L 


PK# 

RT 

Library/ID 


CAS# 

Qual 

1 

3.17 

C:\DATABASE\NIST98.L 






Imidazo[2,1-b]thiazole, 

2,3,5,6-tet 

006649-23-6 

98 



Imidazo[2,1-b]thiazole. 

2,3,5,6-tet 

006649-23-6 

98 



Imidazo[2,1-b]thiazole, 

2,3,5,6-tet 

006649-23-6 

97 


Abundance 

i 80 

601 

I 

40 i 

20 i 

f 

Mz-> 40 60 


148 


Average of 3.153 t63.337"nfln.:T05986;^D (-) 


73 


101 

i 

I 


204 

i 

i 


51 


121 

: I I 

176 

i 434 162 : 189 


. ;. ............ . . .. . 

’ so" 100 l^o" 140 1^0 180 260' 2& 2% 21^0 260 30o' 320 340 360 3^0 4(il0 4^o' 440 460 ' 


246 281 


341 


432 


479 


Abundance' 


80; 


148 


#126360: lmidazol2,1-b)thiazole,^,5,6-telfahydro-6-pfieny!- 
204 


60: 


40: 


20 i 


101 


73 

127 

; i 

i r d 

87 4 

I M :: 


: j 51 

i 

rTn/z-> 40 60 80 100 


176 


lio' i46' 160' l8o’ 2 o 7 220 240 260 280' 300 oio 34o' 36o' 38o' 400 42o 44o 4^0 


705986.D Thu Dec 02 15:13:44 2010 


Page 2 
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Area Percent / Library Search Report 


Information from Data File 
File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F: \Q1-2 010\SYSTEM4\03_23_10\705986.D 
DJR 

24 Mar 2010 6:27 


KAC 

86 

DRUGS 

RTF 


Search Libraries: C:\DATABASE\SLI.L Minimum Quality: 90 

C:\DATABASE\PMW_TOX2.L Minimum Quality: 90 

C;\DATABASE\NIST98.L 


PK# RT Library/ID 


CAS# Qual 


3.93 C:\DATABASE\SLI.L 
COCAINE 


000050--36-2 99 


Abundance 


80! 


82 


60 


40 

i 42 

201 i 




Average of 3.904 t6'4.026 min.: TOSSSSb (-) 


182 

i 


94 

1 106 


55 (37 


122 

I 

, i 


135 166 


I 198 


272. 


303 


: 208 222 242 259 : 282 


324 343 ! 


m/z-> 40 sb eb 70 e'o ob ibo 1 ■!oi^b 1 3 o1 4 oiso16o 1701 so 19020 021 b2Tb230"2 ^0'250 So 21 6^0 29 o36b310 32033034 b i 

AbuiUance . .^2g;COCAINE 


182 





82 

80 




^ 60 



I 

i 

I 40; 

j 

! i 




20! 

42 




55 

68 

j h: 

0 

I : 


I. I'i. 


40 50 60 

70 

sb” 


94 


105 


im/z-> 40 50 60 70 80’ bo'i'6bUoT^TOo’ 140VO0160Tfo 1801902002i02202302402502602>028029030031 o'Sc3^0340' 


122 


135 166 


198 


214 


244 259 


272 


303 


705986 .D 


Thu Dec 02 15:13:45 2010 


Page 3 


Corbett email PRR 007519 




















Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


P; \Q1-2010\SYSTEM4\03__23__10\70 5987 .D 
DJR 

24 Mar 2010 6:41 

BLANK 
KAC 
2 

DRUGS 

RTE 






Ret. Time 

Area 

Area % Ratio % 

***N0 INTEGRATED 

PEAKS*** 



705987.D 


Thu Dec 02 15:13:49 2010 


Page 1 


Corbett email PRR 007520 









Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F; \Q1-2010\SYSTEM4\03_23_10\70 5988 .D 
DJR 

24 Mar 2010 6:54 


KAC 

88 

DRUGS 

RTE 




3, 


192 


TfCivoBsmcr 


1200000 
1000000i 


i 800000 
I 600000 
400000 
200000 

frime--> 


i 3.18 

I \ 1 

' 

ii 1 

2.bo ' ' 2,60 3.00 ' iSo ' 4 

l.OO 4.50 6.00 5.50 6.00 6.^ 7.00 7.feo 8.00 8.5o 9.00 9.50 j 


Ret. Time 

Area 

Area % 

Ratio % 

3.185 

334597 

19.66 

24.47 

3.925 

1367300 

80.34 

100.00 


705988.D 


Thu Dec 02 15:13:52 2010 


Page 1 


Corbett email PRR 007521 





Area Percent / Library Search Report 


Information from Data File 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


P: \Q1-2010\SYSTEM4\03_23__10\705988 .D 
DJR 

24 Mar 2010 6:54 


KAC 

88 

DRUGS 

RT?E 


Search Libraries: 


C:\DATABASE\SLI.L 
C:\DATABASE\PMW_TOX2.L 
C:\DATABASE\NIST98.L 


Minimum Quality: 90 
Minimum Quality: 90 


PK# RT 

Library/ID 


CAS# 

Qual 

1 3.18 

C:\DATABASE\NIST98 . L 
Imidazo[2,1-b]thiazole, 

2,3,5,6-tet 

006649-23-6 

98 


Imidazo[2,1-b]thiazole, 

2,3,5,6-tet 

006649-23-6 

98 


Imidazo[2,1-b]thiazole, 

2,3,5,6-tet 

006649-23-6 

97 

Abundance 

Average o^f 3TT58To^:2S5r 

ftm: 705988.D (-) 




801 


60; 


401 


73 


204 


101 


121 


20: 

41 

51 

63 

I 1 89 

1 . 

lilt, 

, 

; i 

1 [ 

: iii;i I, 131 

i 176 

1 158 .I. 

194 1 

281 



341 355 

40 

' ' e'o' 

' 80 ' 

10 

0 ’ 120 ' 140 

i6b ibo 

2(50 

2^0 240 ' 260 ' 2ho 

300 

3:^0 

3<io 












Abundance 




#1263b0: lmidazo|2,1'bjlhlazo)e, 2,;j,J>,t>-tetrarjydfO-ti-pnenyi- 




1 

J 




148 

2^4 

j 




80 i 

i 











60! 











401 






i 








101 








73 









201 



1 

127 








51 63 


i 

117 i 

176 






Ql i 



, 1 

;i 1.1 V . 

158 ; 186 





m/z-> 40 

sb ' 

Vo’ 

10 

0 120 140 

l6b 180 

200 

2io ’ 24 o 260 260 

300 

320 

340 


705988.D 


Thu Dec 02 15:13:53 2010 


Page 


Corbett email PRR 007522 






















Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


P:\Q1-2010\SYSTEM4\03_23_10\705988.D 
DJR 

24 Mar 2010 6:54 


KAC 

88 

DRUGS 

RTE 


Search Libraries: C:\DATABASE\SLI.L Minimum Quality: 90 

C:\DATABASE\PMW_TOX2.L Minimum Quality: 90 

C:\DATABASE\NIST98.L 


PK# RT Library/ID 


CAS# Qual 


3.92 C:\DATABASE\SLI.L 
COCAINE 


000050-36-2 99 


iffiiiinttance 


82 


Average of'3.90416 4.'03'1 m(r>.: 7IJ5S88.D (-) 


80' 


182 


601 


40: 


20 


!42 


105 


! 


0 


PP 68 i il, li I 


122 


12g152i66 


198 


272 


303 


i 214227 242 259 ; 288 ; 


341 355 


40 

Abunciance 


W ioo' 120 " Uo le o' 'i8o 2 bo"" 2 £b ^240 '260 ^6' 3 O 6 320 34q ' 36 0 ' 38 0 400 4^0 


4581 


440 



^29: COCAINE 


182 


105 

! 

1 


122 


135 "'^^166 


i 198 


214 244 259 


272 


303 


'mlz-> 40 6'0 80 '106 120 140 160 180 200 220 240 260 280 300 320 340 360 380 400 420.440 


705988.D 


Thu Dec 02 15:13:53 2010 


Page 3 
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Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q1-2010\SYSTEM4\03_23_10\705989.D 

DJR 

24 Mar 2010 7:08 

BLANK 
KAC 
2 

DRUGS 

RTE 



frime-> °2.6o 2.50 3.b0 ' ' X50 4,00 4.50 S.OO 5.^6' 6.00 6.50 7.56. 7.50 8,00 '__|_8.56 ' ' 9.00 ' aS 


Ret. Time 


Area Area % Ratio % 


***NO INTEGRATED PEAKS*** 


705989.D Thu Dec 02 15:13:57 2010 Page 1 


Corbett email PRR 007524 









Area Percent / Library Search Report 


Information from 
File Name : 
Operator : 
Date Acquired : 
Sample Name ; 
Submitted by ; 
Vial Number : 
AcquisitionMeth: 
Integrator : 


Data File: 

F : \Q1-2 010\SYSTEM4\03_23__10\705990 .D 
DJR 

24 Mar 2010 7: 21 

KAC 

90 

DRUGS 

RTE 


Abundance U'RTTTOSSSUD 

I i 3192 

; 1400000; 

i 1200000! I 

i j 

1000000i i 

8000001 j 

j 600000I I 

! 400000] ;i 

: 200000 ; „ 


Time-> “ 2,00 2,50 ' 3.bo ' 3.50 ' 

4.6o 4.50 5.00 

S.bo ' 6 . 00 ' 

’ 6.60 ' 7.00 ’ ' 7.50 ’ 8.00 ' ' 8.bo 9.66 ' 9.50 ' ' ' ' 1 


Ret. Time 

Area 

Area % 

Ratio % 

3.184 

294671 

16.88 

20.31 

3.925 

1451143 

83.12 

100.00 


705990.D Thu Dec 02 15:14:02 2010 Page 1 


Corbett email PRR 007525 







Area Percent / Library Search Report 


Information from Data File 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q1-2010\SYSTEM4\03_23_10\705990.D 
DJR 

24 Mar 2010 7:21 


KAC 

90 

DRUGS 

RTE 


Search Libraries: C:\DATABASE\SLI.L Minimum Quality: 90 

C:\DATABASE\PMW_TOX2.L Minimum Quality: 90 

C:\DATABASE\NIST98.L 


PK# RT Library/ID 


CAS# Qual 


1 


3.18 C:\DATABASE\NIST98.L 

Imidazo[2,1-b]thiazole, 
Imidazo[2,1-b]thiazole, 
Imidazo[2,l~b]thiazole, 


2,3, 

5,6 -tet 

006649-23 

-6 

98 

2,3, 

5,6-tet 

006649-23 

-6 

98 

2,3, 

5,6-tet 

006649-23 

-6 

98 


Abundance 


AverageW'XWloliagririrn.: 705990.D (-) 
148 


80 j 


60 i 


401 


73 

I 


101 


204 

I 


20 


121 


41 


51 

1 89 

1 1 

. 





63 

i 

L-;' 


131 

176 

i, 158 187 i 

1 221 

253 267 281 295 

327 341 


m/z-> 40 50 e'o 7b so so ioo 11 o 1 2o ibo 1401 5o i6o 1 7o ibo ibb 2bb 21 b 2^0 2io 240 2bb2bo 270 2802^0 bbo 310 34o 


Abundance 




#l 2 fc)JfciU: imidazoli!,l-t>)lliiazole, 2,3,5,6‘telfahydro-6-phenyl- 

148 294 

80 







60 







40 



101 







73 



i 

20 




127 



0 

mfz-> 


51 

^ 89 1 

63 

117 ^ 

C; I, i , 

176 

: 158 186 

40 

5b 

60"7'o‘ 80 90 i’bOl 

101201301401 

601 eb 1701801 90 2b0 2l b 22b 230 240 250 260 270 280 2bb 300 310 3ib 330 34b j 


705990.D Thu Dec 02 15:14:03 2010 


Page 2 
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Area Percent / Library Search Report 


Information from Data File: 

File Name : F:\Q1-2010\SYSTEM4\03_23_10\705990.D 

Operator : DJR 

Date Acquired : 24 Mar 2010 7:21 

Sample Name ; 

Submitted by : KAC 

Vial Number : 90 

AcquisitionMeth: DRUGS 
Integrator : RTE 


Search Libraries; C:\DATABASE\SLI.L 

C;\DATABASE\PMW_TOX2.L 
C:\DATABASE\NIST98.L 

PK# RT Library/ID 


2 3.92 C:\DATABASE\SLI.L 

COCAINE 000050-36-2 99 


Minimum Quality; 90 
Minimum Quality: 90 


CAS# Qual 






















Area Percent / Library Search Report 


Information from Data File 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q1~2010\SYSTEM4\03_23_10\705991.D 

DJR 

24 Mar 2010 7:35 

BLANK 
KAC 
2 

DRUGS 

RTE 


^Bundarice TIC: 705991.D 



Ret. Time 


Area Area % Ratio % 


***NO INTEGRATED PEAKS*** 


705991.D Thu Dec 02 15:14:12 2010 Page 1 


Corbett email PRR 007528 










Area Percent / Library Search Report 


Information from Data File; 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q1-2010\SYSTEM4\03_23_10\705992.D 
DJR 

24 Mar 2010 7:48 


KAC 

92 

DRUGS 

RTE 


Pi* 




3j93 


TrcTTosggzD” 


1500000;. 


I 1000000 


500000! 


lTime--> 2Sr^.feO~^ 3tir*^&o"”T^TO"'"T50 51)6 5.6o ' 6.66' 6.6o 7.00 ' 7.6o 8.00 8.6o 9.00 9.50 


Ret. Time 

Area 

Area % 

Ratio % 

3.930 

2207739 

100.00 

100.00 


705992 .D 


Thu Dec 02 15:14:15 2010 


Page 1 


Corbett email PRR 007529 












Area Percent / Library Search Report 


Information from Data File 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q1-2010\SYSTEM4\03__23__10\705 992 .D 
DJR 

24 Mar 2010 7:48 


92 

DRUGS 

RTE 


Search Libraries: C:\DATABASE\SLI.L Minimum Quality: 90 

C:\DATABASE\PMW_TOX2.L Minimum Quality: 90 

C:\DATABASE\NIST98.L 


PK# RT Library/ID 


CAS# Qual 


3.93 C:\DATABASE\SLI.L 
COCAINE 


000050-36-2 99 


Abundance 


82 


Averap^ of 3:904 to 4.078 min.: 705992:0" (-) 


80 i 


60 i 


182 


40: 


: 94 


i 42 


20 ! 


! 


67 

i 

•3 

jl ' 122 

!f 108 ; 

152 ifiR : 

198 

303 

272 ! 


’ 0 

.■'•i 



■ ]■ h ‘!, „• 

138 ,| , 

i 

214 242 258 , 288 i 

327 343 

m/z-> 

40 ' 

‘ e'o '' 

80 160 120 

140 160 lk 

200 

"220 240 '260 280 3 O 0 

320 ’ 340 360 380 

Abundance 







# 29 rCOCAINE 

. 

! 



82 






429 


80; 


60 i 


40! 


20 ' 42 


0:1 


182 


94 


'T :l ! 

198 

214 

272 

244 259 : 

303 I 

'eo^W'TOo' 126 140 iOo i 5 o 

260 

220 
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Area Percent / Library Search Report 


Information from 
File Name : 
Operator : 
Date Acquired : 
Sample Name ; 
Submitted by : 
Vial Number : 
AcquisitionMeth: 
Integrator ; 


Data File: 

F:\Q1-2010\SYSTEM4\03_23_10\705993.D 

DJR 

24 Mar 2010 8:02 

BLANK 
KAC 
2 

DRUGS 

RTE 



Ret. Time 


Area Area % Ratio % 


***N0 INTEGRATED PEAKS*** 


705993.D Thu Dec 02 15:14:19 2010 Page 1 


Corbett email PRR 007531 

















Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q1-2010\SYSTEM4\03_23_10\705994.D 

DJR 

24 Mar 2010 8:15 


KAC 

94 

DRUGS 

RTE 


Abundance 

2500000 

3 

2000000 


1500000 

ll 

1000000 

|| 

500000 


0 

i| 


|Time-> 2,00 2.60 3.00 3,50 4.00 


4.fe0 


5.bo 


TIC: 705994.T) 


I 


5.50 ' aoo'' e.feo ' 7.06' 7.50 aoo 8.60' ' 9.06 ‘' afeo 


Ret. Time 


Area Area % Ratio % 


3.931 


2721891 100.00 100.00 


705994.D Thu Dec 02 15:14:22 2010 Page 1 


Corbett email PRR 007532 








Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q1-2010\SYSTBM4\03_23_10\705994.D 

DJR 

24 Mar 2010 8:15 


KAC 

94 

DRUGS 

RTE 


Search Libraries: C;\DATABASE\SLI.L Minimum Quality: 90 

C:\DATABASE\PMW_TOX2.L Minimum Quality: 90 

C:\DATABASE\NIST98.L 


PK# RT Library/ID 


CAS# Qual 


1 3.93 C:\DATABASE\SLI.L 

COCAINE 


000050-36-2 99 


Abundance.. ......... Averageof srSO'ilo 4.042 min.:705994;D"(-) 

i i 8,2 


801 


60 


40 : 


i 94 

i f 


182 
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j42 
20| I 
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^5 68 


122 i .ign 303 

108 : ...152 166 ' 272 : 

i 214 228 242 259 ; 289 ; 


140 


438 


hi/z-> 40 eb M 100 120 140 160 180 200 22b' 240 '260 280 36b 3& 34 o 360 380 460' 420 


ABuridance 
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I 94 


20 i 


0‘ 


55 68 
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198 


272 

214 244 259 i 


303 


m/z-> 40 60 80 100 l20 140 160 180 200 220 240 260 280 300 320 340 360 380 400 420 


705994.D 


Thu Dec 02 15:14:23 2010 


Page 2 


Corbett email PRR 007533 


















Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q1-2010\SYSTEM4\03_23_10\705679.D 

DJR 

24 Mar 2010 11:27 

BLANK 

2 

DRUGS 

RTE 


Abundance “TICrTOSSTgiT" 



Ret. Time 


Area Area % Ratio % 


***NO INTEGRATED PEAKS*** 


705679.D Thu Dec 02 15:14:41 2010 


Page 1 


Corbett email PRR 007534 








Area Percent / Library Search Report 


Information from 
File Name : 
Operator : 
Date Acquired : 
Sample Name : 
Submitted by ; 
Vial Number : 
AcquisitionMeth: 
Integrator : 


Data File: 

F:\Q1-2010\SYSTEM4\03_23_10\705680.D 

DJR 

24 Mar 2010 11:41 

COCAINE STD 

82 

DRUGS 

RTE 


'Abiincfance" 

I 1400000) 

i 1200000I 

I 1000000 

I ; 

eoooooi 
600000i 

i 4000001 

I ! 

■ 200000! 
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O^- v- 1- - - 

[nme;-> 2.00 2.50 


93 


TfCyTOSBBiTd 


3.00 3.60 4.&0 4.50 5.00 5.50 6.00 6.50 7.00 7.50 


8.00 ' aSO ' ‘ 9.b0 ' ^ 9.50 


Ret. Time 

Area 

Area % 

Ratio % 

3.928 

1546005 

100.00 

100.00 


705680.D 


Thu Dec 02 15:14:43 2010 


Page 1 
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Area Percent / Library Search Report 


Information from Data File: 

File Name : F:\Q1-2010\SYSTEM4\03_23_10\705680.D 

Operator : DJR 

Date Acquired : 24 Mar 2010 11:41 

Sample Name : COCAINE STD 

Submitted by : 

Vial Number : 82 

AcquisitionMeth: DRUGS 
Integrator : RTE 


Search Libraries: C:\DATABASE\SLI.L Minimum Quality: 90 

C:\DATABASE\PMW_TOX2.L Minimum Quality: 90 

C;\DATABASE\NIST98.L 

PK# RT Library/ID CAS# Qual 


1 3.93 C;\DATABASE\SLI.L 

COCAINE 000050-36-2 99 



























